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BUILT-IN 
PLUG 
SERIES 


Fold UK Plug Fast Charging 
Powerbank 10000mAh 


| ACE UK 





ALL IN ONE 
POWER BANK 


Built-in AC plug and strap cable design for easy 
charging and carrying. You can recharge your power 
bank anytime with no extra wall adapter. Also free up 
your hands by hanging the power bank on a handbag or 
backpack. 


10000 


ELT 





FAST CHARGING 
PORTABLE CHARGER 


All three outputs support fast charging. The USB C IN/OUT supports Qualcomm quick 
charge 3.0 and power delivery of 20W. The USB A output! and output2 can output 
4.5V-5.0A/5V-4.5A/9V-2.0A/12V-1.5A, fast charge your devices at a full speed. 


OUT 1 IN/OUT 3 


©: PD 





SIMULTANEOUS 
CHARGING & 
RECHARGING 


your phones conveniently too. 








2 Ways 


for Recharging 


There are 2 ways for recharging the portable charger 
by wall plug or USB C input. Recharging with built-in 
AC plug in 6 hours or via USB C input for 
fast recharge in 3.5 hours 






SIMULTANEOUS 
CHARGING 
3 DEVICES 








COMPREHENSIVE 
PROTECTION 


Our MultiProtect safety system combines high-voltage protection, 
current regulation, temperature control, and more to keep you and 


your devices safe. 


Input/Output Short-Circuit Input/Output 
Over Voltage Proteciton Over Current 
Protection Protection 


Over-Temp Smart Chip 
Protection 


Over-Charge 
Protection 





@ 





FAST CHARGING 
PORTABLE CHARGER 


All tt > OUE 
Icomm quick charge 3.0 and power deliver 20M 





UNIQUE LANYARD 
DESIGN 


k cated in the top left corner of 











ACE-UK ACE100 
(W1145) (W1146) 


10000mAh 10000mAh 


OW (РО) 20W (PD; 


Charge Times/Power Supply for Your Devices: 
2.2 Times E 1 5 Times 1 9 Times 3 | 1 .5 Times 
J iPhone 12 Airpods 2 Apple Watch 7 n Huawei P40 pro 
Output Capacity: 
5-24: 5810 man. 534; 55ООтаһ 9/22/. 2210man  12v-1.55: 2090man 


Fully Recharge Time: 
AC 5V-2A Input: 6h 9V-2A Input: 3.5h 


Basic Capacity 10,000mAh 


Battery Display LED Indicator 
Design Plastic 
Dimension 123.0 x 60.0 x 28.7mm 
Weight 218g 
Power Bank Mode TYPE-C Input 5V=3.0A 9V —2.0A (PD+QC Protocol) 






TYPE-C Output 5V .0A 9V=2.2A 12V =1.5A(PD+QC Protocol) 
USB1 USB2 Output 4.5V=5.0A 5V=4.5A 9V = 2.0A 12V —1.5A 
TYPE-C+USB1+USB2 Output 5V=3.0A 








Specification Wall Adapter Mode AC Input 100-240V~50/60Hz 0.5A 


TYPE-C USB1 USB2 Output 5V == 3.0A (When Built-in Battery Full) 


In-Box Content ACE UK х1рс  WarrantyCard х1рс 
Type-C&Type-C Cable x 1pc User Menu х1рс 

Experimental Test Salt spray experiment High and low temperature charge and discharge Drop test 
Insertion force test Vibration test Mobile phone compatibility test 
Alcohol abrasion test Charging cable swing test 


Relevant Certification EB се FE RoHs 





ACE101-US 
ACE100 ACE-UK ACE100-US ACE-S100-US АСЕ S101.USIPD/OC) Version Also Available 


Basic 


Wall Adapter Mode 


Power Bank Mode 


Follow VEGER to Stay Tuned 
OR nO 
[n] 6204 


www.vegerpower.com 


Check them out now at: 
https://www.vegerpower.com/ 











Facebook: Ovegerpowerofficial Instagram: @vegerpowerofficial W Twitter: @vegerpowerofficial 





EB Youtube: @vegerpowerofficial 


